ENGLISH COINS, CHARLES II.

All these coins, except the first .one (Fig. 40), are of the time of Charles II.   The first one is from
Commonwealth times.   The large coins are gold, except the halfpenny shown in Fig. 42, and
the small coins are copper.    The two large gold coins were called " broads," and were twenty-
shilling pieces.    Each coin is shown rather larger than the actual size.
263